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TAGS: ASEC, ASUP, SY 

SUBJECT: REPLACEMENT LOCK FOR CHANCERY FRONT ENTRANCE 

1. CHANCERY FRONT DOOR LOCK YALE 197 AND 1/4 HAS FAILED. 
DOOR PRESENTLY SECURED AFTER HOURS BY TEMPORARY MEANS. 

2. RTC BEIRUT INFORMS NO SATISFACTORY REPLACEMENT LOCK 
AVAILABLE THEIR STOCK. 

3. REQUEST A/SY/T OPEN PURCHASE ONE (1) MEDECO ULTRA 
700 SECURITY DEADBOLT LOCK, CAT. NO. 10-2000, MEDECO 
CYLINDERS OUTSIDE AND INSIDE AND AIR SHIP ASAP. 

4. FISCAL DATA AS FOLLOWS: 

19-60113-627300-5476-0-2693. 
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